VERANDAH VARS 0 Vi ANA 


Arranged from .:..u..-_Strauss __ liy H.Werner. 

Directions 

The Gentleman begins with a Glissez with the loft foot, a Coupe with the right fool, a Jete with the 
left foot, ami an Assembler (slowly) with the right foot,than begin again with the right foot the same 

steps. Repeat this 4 times. 2<t step r Begin with left foot a Glissez, Coupe, Jete (Alazurka step) 

three times or three measures, and an Assemble at the fourth measure. .Repeat this 4 times. Then 
begin again with first steps and continue as before. The Lady begins with the right foot and 
makes the same steps using the left. whenever the Gentleman uses the right foot, and vice versa. 


































































































































